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MODULAR FLOOR DISPLAY PACK INSERT FOR MFD 



Item No. 192513 Hern No. 192524 

Packed: 1 per SKU Packed: 1 per SKU 

Display Dimensions: 20% W W x 12D x 58V2 n H (Includes Header) Shelf Dimensions: 20%"W x 12"D x 2"H 


Source: https://www.industrydocuments.ucsf.edu/docs/rgkyOOOO 




































